GUARDED By GARGOYLES

The term " gargoyle " conies from a French

word  meaning  throat.    The semi-human

gargoyle seen above stands on the roof of

Notre Dame in Paris.

This one is also to be seen at Notre Dame,

and is known as the Demon of Watchfulness.

Gargoyles are often a feature of the Gothic

style of architecture.
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This pelican gargoyle, on one of the towers of Notre Dame, is said to symbolise the virtue of
Charity,   He is in the company of other queer birds.   Gargoyles nearly always stand at the
corner of a roof gutter, and some of them are so designed that they carry the water out into
space and allow it to fall to earth clear of the building.
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